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Section 2. Such application for a construction permit shall be made
in writing in the name of the person, firm, corporation, association, county,
municipality, or other political subdivision, and any state or federal govern-
ment, agency, department, or authority of the same making application,
and shall be accompanied by a description of the proposed project, its
purpose, and its exact location, an accurate plat of the area to be affected
showing particularly the maximum and minimum water elevations, and
a copy of detailed specifications for clearing the proposed reservoir.
Section 3. A construction permit for the inauguration of initial con-
struction shall be issued by the State Board of Health subject to the
following rules and regulations, or modifications thereof approved by the
Executive Committee of the State Board of Health.
3a. In the area to be occupied by the reservoir, its branches, bights, and
indentations, all brush, trees, and undergrowth below the minimum low-
water elevation shall be cut off not more than 18" above the normal ground
elevation and shall be removed or burned or otherwise disposed of in a
manner satisfactory to the Executive Committee of the State Board of
Health, Provided, that, on the approval of the Executive Committee of
the State Board of Health grass, vegetation, brush, trees, stumps, and
similar materials, which will be permanently and completely submerged at
time of minimum low water may be left in their original positions.
3b. In the area to be occupied by the reservoir, its branches, bights,
and indentations, all brush, trees, logs, undergrowth, stumps, and other
objects below the minimum low water elevation, which if not removed
would pierce the water surface at minimum low water elevation or float
on the surface of the impounded water soon after the impounding of the
water and all of the above material that is lying on the ground or remaining
in the original or new positions which might cause collections of floatage
and thus constitute conditions favorable to the protection of larvae of
mosquitoes shall be removed or burned or otherwise disposed of in a
manner satisfactory to the Executive Committee of the State Board of
Health prior to the impounding of water.
3c. In the area to be occupied by the reservoir, its branches, bights and
indentations, all brush, trees, and undergrowth between the minimum
and maximum operating water elevations shall be cut off not more than
6" above the normal ground elevation and shall be removed or completely
burned prior to the impounding of water to prevent the collection and
anchorage of any floatage, rafts, and similar materials.
3d. All depressions which will be filled with water from the reservoir,
its branches, bights, or indentations at time of maximum water elevation,
in which water will be retained at lower stages of the water level, thus
forming separate pools, shall be connected with the normal body of the
reservoir or any of its branches, bights, or indentations by a ditch or
culvert which will permit complete drainage, or shall be controlled by the
regular periodic use of approved larvicides as permitted and directed by
the Executive Committee of the State Board of Health.
3e. All laborers employed in the contruction of the dam and the im-
pounding of the water and appurtinent work, and housed in camps, bar-


